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CHAIRMAN R. E. FISHER opening the discussions to formulate 1941-1942 sales 

“i the Annual Sales Conference of Edison Electric Institute held in Chicago last week. 

ttee chairman R. E. Doerr, Pacific Gas & Electric Co.; D. M. DeBard, Stone & 

Service Corp.; H. P. Wagner, New York Power & Light Co.; Mr. Fisher, Pacific Gas & 
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IGH availability factor and low maintenance expense— 
that’s why General Electric turbines were selected to 
drive the three new high-pressure boiler-feed pumps at 
Millers Ford Station. Dayton Power and Light Company’s 
experience with 1200-lb, 900-deg G-E mechanical-drive 
turbines dates back to 1937 when two 1002-hp units were 
put to work. The performance record of these units— 
operating 18 hours a day, 7 days a week—prompted the 
selection of “G-E”’ again to drive the three new boiler- 
feed pumps. So, today five G-E mechanical-drive turbines 
are in this station doing double duty—providing highly 
reliable, low-cost power for pump drive and exhausting 
clean 215-lb steam for feed-water heating or for generating 
electric power through low-pressure turbines. 


The long-run service satisfaction built into G-E turbines 


COMPLETE DATA ON THE 
IMPROVED TYPE D TURBINE 


For a quick picture of our improved Type D 
mechanical-drive turbine—now available 
with combined trip and throttle valve for 
positive overspeed 


Bulletin GEA-3557 


protection — ask for 


GENERAL ( ELECTRIC 


MORE G-E TURBINES 


at MILLERS FORD 
for Feed-water-pump Drive 


The modern Millers Ford § 
tion of the Dayton Po 
and Light Company with 
stalled nameplate-rating 4 
pacity of 170,000 kw, 

additional G-E turbine-se 
erator now on order will bri 
nameplate -rating capacity 
187,500 kw in 1942. 


is the result of constant research for better materials and 
methods, up-to-date manufacturing practice, and testing 
under operating temperatures and pressures to give ad- 
vanced proof of performance. Doesn’t it stand to reason 
that you, too, will benefit by taking advantage of G-E 
experience and using G-E turbines to meet your own needs 
for dependable power generation? Upon request one of our 
turbine specialists will give you practical help based 0” 
experience with hundreds of installations. General Electr¢, 
Schenectady, New York. 
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Philadelphia Electric 
Orders Two Giant Units 


Westinghouse 


to fabricate 150,000-kw. 


turbo-generators for new 


$32,000,000 Southwark generating station — Plant to be ready for 
operation in fall of 1943— Will connect with power pool 


Two steam turbo-generators with 
combined power exceeding the entire 
output at Conowingo Dam were ordered 
this week by Philadelphia Electric Co., 
which will be the heart of the new multi- 
million dollar Southwark generating 
station to be constructed on a nine-acre 
site at Delaware Avenue and Porter 
Street. 

Orders were placed with Westing- 
house Electric & Manufacturing Co. 
for the two 150,000-kw. units, which 
will be fabricated at East Pittsburgh 
and at the Lester plant in Delaware 
County. Each will develop 200,000 hp. 
and will be of the cross-compound type. 
Steam at 900 deg. under pressure of 
850 lb. per square inch is introduced 
to high-pressure unit operating at 
3,600 r.p.m. This produces 87,000 hp. 
The steam at lower pressure and tem- 
perature passes to the second unit, op- 
erating at 1,800 r.p.m., where it pro- 
duces 113,000 hp. additional. 


Ready in Fall of 1943 


Delivery of the units is planned to 
permit initial operation of the station 
by the fall of 1943. 

The present capacity of the Philadel- 
phia Electric plant, according to Presi- 
dent H. P. Liversidge, is sufficient, with 
a substantial margin, to care for the 
immediate needs, both normal and for 
defense production, in the Philadelphia 
area. The new plant is designed to pro- 
Vide generating capacity well in ad- 
vance of predictable requirements. The 
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Southwark generating station will be 
connected to the Philadelphia Electric 
high-tension transmission system and 
through it to the 220,000-volt grid which 
knits together a 4,000,000-hp. generat- 
ing pool, provided through the com- 
bined facilities of Philadelphia Electric 
Co., Public Service Electric & Gas Co. 
of New Jersey and Pennsylvania Power 
& Light Co. 

Mr. Liversidge said that the cost of 
the initial development of the South- 
wark property is estimated at $32,000.- 
000 and will be so planned that gener- 
ating capacity can be doubled when re- 
quired. 


Work on Norfolk Flood 
Dam to Start in May 


Norfork flood 


Construction of the 


control dam in Baxter, Ark., on the 
north fork of the White River, is ex- 
pected to begin in May, Capt. E. G. 





Eicher Heads SEC 


Edward C. Eicher was unanimously 
elected chairman of the Securities and 
Exchange Commission this week to suc- 
ceed Jerome N. Frank, who was ap- 
pointed to the Federal Circuit Court of 
Appeals for the second circuit. Mr. 
Eicher was appointed to the SEC in 
December, 1938, by President Roosevelt. 
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officer in the Little 
Army Engineers, 


Herb, executive 
Rock district, U. 
has announced. 

The dam will be 220 ft. high and 
2,624 ft. long and will create a lake 
with a 50-mile shore line. Although 
containing penstocks, additional funds 
will be necessary to install power. 
Arkansas Power & Light Co. is now 
completing a 110,000-volt line through 
Norfork from Batesville that will make 
power available at the dam site for 
construction purposes. 

Arkansas Power & Light Co. has 
signed a contract to supply 5,000 hp. 
of demand for use in building the $10,- 
000,000 Norfolk dam on the north fork 
of the White River. The utility spent 
approximately $500,000 in building 
110,000-volt transmission from Bates- 
ville to the dam. A $75,000 substation is 
being built at the damsite. 


C. & S. to Press Fight 
on “Death Sentence” 


A full exposition of the principles 
by which the SEC utility division staff 
reached the decision for the dismem- 
berment of the Commonwealth & 
Southern holding company system will 
be sought and the basis laid for liti- 


gation of the utility act should the 
commission follow the suggestions of 
its staff. 


During the hearing last week in 
Washington counsel for Commonwealth 
& Southern told the commission that 
the C. & S. system was integrated and 
that if the SEC issued any orders under 
the act forcing the disposal of any 
properties in the system, “it means 
litigation just as far as we can go.” 

Scheduled hearings this week were 
to develop points on which C. & S. 
plans to base its case that dismember- 
ment of the southern or the northern 
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HIPERSIL PREVIEW—H. V. Putman, manager of Westinghouse transformer division, 
demonstrating on a cathode-ray oscilloscope the difference in elongation of Hipersil 
and conventional silicon steel as magnetic induction is increased 





system is not in the public interest 
and that integration and not disinte- 
gration is the intent of the act. 

“To say that we were shocked at 
the report of the staff and at the 
tentative conclusions of the commission 
is to put it mildly,” George Roberts, 
C. & S. counsel, told the SEC. “What 
this report suggests is complete dis- 
memberment of the system. It has 
interpreted the utility statute not as a 
regulatory act but as a single clause 
which would require dissolution of 
Commonwealth & Southern.” 


Vote Costa Rica Contract 


The National Congress at San Jose, 
Costa Rica, approved last week a new 
contract between the government and 
Electric Bond & Share Co. covering 
electric service of the capital and neigh- 
boring towns. In New York, President 
C. E. Calder of American & Foreign 
Power Co., Electric Bond & Share sub- 
sidiary, expressed satisfaction with the 
contract. Company officials said that 
the contract was for 25 years and might 
continue longer if Costa Rica did not 
exercise an option to buy the property. 


Cornell Dubilier Strike 


The strike since March 10 at the plant 
of the Cornell Dubilier Electrical Com- 
pany at South Plainfield, N. J., was 
ended last week through the efforts of 
the National Mediation Board. An 
agreement was reached in Washington 
between plant and IBEW (AFL) union 
officials. 
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Hipersil to Be Used 
in Transformer Line 


At a preview this week in New 
York, Westinghouse Electric & Manu- 
facturing Co. introduced a new line 
of transformers built around Hipersil, 
an improved magnetic material which, 
used in transformer cores, has one- 
third greater flux-carrying capacity than 
the best conventional silicon steel. 

H. V. Putman, manager of the 
transformer division, stated that 22 lb. 
of copper and 38 lb. of steel are saved 
in a 15-kva., 4,800-volt transformer 
using Hipersil over a like size of the 
old type. The new transformer will 
weigh 330 lb. against 415 lb., a de- 
crease of 21 per cent. 


Size, Weight Cut 


In its first application it has re- 
duced size and weight of distribution 
transformers as much as 25 per cent, 
has facilitated reduction of copper 
losses some 10 per cent and thereby 
increased short time overload capacity. 

Mr. Putman stated that while pro- 
duction is limited at present, indica- 
tions are that prices will be reduced 
once the transformers are put on a 
mass production basis. He said that 
improvement in voltage regulation 
gives to the system operator more elec- 
trical capacity per dollar of invest- 
ment. Maintenance is made easier in 
the new transformer, he asserted. 

Dr. L. W. Chubb, director of re- 
search laboratory, discussed the prop- 
erties of the new metal and demon- 
strated its application. 








NEWS BRIEFS 


How FAR DO YOU GO in an average 
wash? Texas A & M College extension 
service estimates a housewife using a 
six-pound iron lifts 1,200 pounds and 
pushes the iron 6 miles while doing an 
“average” wash. 


A yury 1N Circuit Court at Goshen, 
Ind., convicted three IBEW unionists 
charged with blowing up utility towers 
in November, 1939, of Indiana & 
Michigan Electric Co. 


Wuen Co. D oF 151 INnFanrtry, 
Indiana National Guard, went into 
training at Camp Shelby, Miss., it took 
along an electric washing machine and 
two ironers, gifts of Indianapolis 
Power & Light Co. The company is an 
Indianapolis outfit. 


AT THE REQUEST of the operating 
employees of Wisconsin Electric Power 
Co., through the Milwaukee local of the 
International Union of Operating 
Engineers (AFL), a course in the 
theory and practice of boiler room 
operations was conducted by the edu- 
cational department of the company. 


IN ORDER TO INCREASE investor in- 
terest in its stock, Detroit Edison Co. 
has split its capital shares five for one 
and changed the par value from $100 
to $20. Stockholders approved the 
plan. 


ALTHOUGH THE State of Tennessee 
did a lot of talking about the loss of 
revenue from private utilities when they 
passed to municipal operations, no new 
taxes have been imposed to make up the 
tax loss. 


BALL PARKS in the new Class C 
“California League” at Stockton, 
Fresno, Bakersfield, Riverside and 
Santa Barbara will be lighted for the 
first time this year. Engineers of Paci- 
fic Gas & Electric, Southern California 
Edison and Nevada-California Electric 
are co-operating with General Electric 
in planning the power facilities. Fans 
expect fewer errors. 


Tue pritisH have effectively used 
dogs to detect leaks in underground 
gas-filled cables. The dogs were trained 
by teaching them to dig up pieces of 
meat scented with the same “smellers” 
introduced into the cable gases. 


A TOTAL OF 324 EMpLoyees in the 
Consolidated Edison Co. of New York 
system were in military or naval serv- 
ice on March 1. 
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Seattle “Blackout’ Drops 
Utility Loads 58,000 Kw. 


Puget Sound Power & Light and Seattle City Light function effectively 
in test as city goes dark for fifteen minutes — Men assigned 
to automatic substations — Load swings revealed 


Emulating Bristol, Hull or some other 
English coastal city, Seattle practiced 
“blacking out” on the night of March 7. 
In a short interval of minutes as electric 
lights on streets and signs, in homes and 
buildings blinked out prior to 10:40 
p.m., combined load on the lines of 
Puget Sound Power & Light Co. and Se- 
attle City Light dropped off 58,000 kw. 
For fifteen minutes the city was as dark 
as hundreds of volunteer wardens could 
make it (except for vital defense indus- 
tries such as Boeing Aircraft and ship- 
yards on Puget Sound). 


Blackout Precaution 


Purpose of the blackout was to test 
a recently enacted city ordinance and 
enable a large volunteer organization, 
patterned after the British air raid pre- 
cautions groups, to practice. Purely in- 
cidental was the publicity value of the 
test. For weeks in advance citizens were 
advised by radio, newspaper stories and 
speakers how the “blackout” was to 
function. On the allotted night final 
warnings came from radio stations. 
Failure to comply brought immediate 
warnings from the volunteer wardens. 

Utilities co-operated to the utmost. 
Extra men were assigned to cut out 
signs and store lights where these were 
manually or time-clock controlled. 
Street lights and many sign lights were 
shut off from City Light substations. 
Men were assigned to automatic substa- 
tions to watch voltage regulators in case 
they should stick when lights came 
back on. 


Load Curve 


Study of Puget Sound and City Light 
load curves reveals some _ interesting 
facts. Many people stayed up later than 
usual to take part in the test. Despite 
all the advance instructions, the black- 
out process started as early as 10:15. 
Puget Sound Power & Light system load 
curve with interpolated ten-minute 
readings at the substations serving 
Seattle showed a drop of 26,000 kw. 
out of a total load of 170,000 kw. Prior 
to the blackout the Puget Sound-City 
Light interconnection was opened and 
governors in all stations set so that the 
anticipated load swing would be carried 
y one generating station. 

City Light’s load curve showed a drop 
from 62,000 kw. to 30,000 kw. Five- 
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minute readings were taken during the 
blackout to show load variations. These 
follow: 


Time Load (Kw.) Time Load (Kw.) 
10:20 62,000 10:50 30,000 
10:25 60,000 10:55 32,000 
10:30 51,000 10:57 49,000 
10:35 39,000 11:00 52,000 
10:40 30,000 11:02 53,000 
10:45 30,000 11:05 55,000 


Both systems reported that equipment 
functioned normally. There was no 
change in system speed. Since the test 
other communities have reported that 
they are considering similar trials. 

Actually, effectiveness so far as com- 
pletely blacking out the city was con- 
cerned was marred by a three-quarter 
full moon. Aerial observers reported 
that the reflected moonlight on the adja- 
cent lakes and Puget Sound revealed 
the city’s location as well as though all 
lights had been burning. 


Northern Indiana Utility 
Reports Higher Income 


Generally improved business condi- 


tions prevailing in northern Indiana 
during 1940 were reflected in the 
annual report to stockholders of the 


Northern Indiana Public Service Com- 
pany, recently issued by President D. 
H. Mitchell. Total operating revenues 
were $19,979,177, an increase of $1,- 
487,719 over 1939. Net income totaled 
$2,926,238, compared with $2,366,039 
in 1939. Dividends paid on the pre- 
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ferred stock totaled $1,377,485. No 
dividends were declared or paid on the 
common stock. 

Sales of electricity increased 9 per 
cent and sales of gas increased 6.3 
per cent in 1940 over 1939. Industrial 
power sales increased 9 per cent. Total 
number of electric customers increased 
4,711, the number of gas customers 
increased 3,821 and the number of gas 
home heating customers increased 50 
per cent during the year. Electric 
service was extended to 999 new rural 
customers. 


State Board Authorizes 
New Lines in Illinois 


Certificates authorizing construction 
and operation of 141.49 miles of rural 
electric power line were granted re- 
cently to four utilities companies by the 
Illinois Commerce Commission. 

The companies and the mileages 
each were authorized to construct are: 
Illinois Iowa Power Co., 6.87 miles; 
Central Illinois Light Co., 96.07 miles; 
Illinois Northern Utilities Co., 34.75 
miles; and Public Service Co. of North- 
ern Illinois, 3.80 miles. The lines are 
to be constructed in Fayette, Knox, 
Bureau, Henry, Peoria, Tazewell, 
Woodford, Fulton, Stark, Stephenson, 
JoDaviess, Mercer, Henderson, White- 
side, Ogle, DeKalb, Kane, Lee, 
Marshall, Livingston, Will and Grundy 
counties. 


Acts to Buy Utility 


The city of Bremerton, Wash., has 
taken legal action to force Puget Sound 
Power & Light Co. to enter into nego- 
tiations with the city for the sale of its 
Bremerton properties, through a suit 
filed in Kitsap County Superior Court 
by James W. Bryan, Jr., city attorney. 
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BLACKOUT CURVE—Daily load curve of March 7, 1941, of City of Seattle Light 
Department showing the effect on the system during the “blackout” period 
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Utilities Urged to Plan 


for Post War Economy 


Edison Electric Institute sales conference in Chicago told that 


residential load must be expanded — Fluorescent and general 


lighting advanced — New approach to farm problems 


There is no power shortage now and 
there will be none in 1942, C. W. Kel- 
logg, president Edison Electric Insti- 
tute, told a record-breaking number of 
utility company managerial and sales 
executives attending the eighth an- 
nual E.E.I. sales conference, this year 
under the general chairmanship of R. 
E. Fisher, at Edgewater Beach Hotel, 
Chicago, last week. 

In its September report the Federal 
Power Commission predicted a $1,500,- 
000 kw. power shortage in 1942, Mr. 
Kellogg said, and in December this was 
reduced to an 800,000 kw. shortage. 
But since then he stated 445.000 kw. 
of new capacity has been added to his 
list, leaving a “shortage” of only 365.,- 
000 kw. This, he said, “is too small to 
talk about as it is only three-quarters 
of one per cent of the 48,000,000 kw. 
which will be in service at the end of 


1942.” 
Shock-Absorber Load 


The power salesman and the residen- 
tial salesmen are indispensable to the 
defense effort, Mr. Kellogg pointed out. 
The latter because a modern electric 
home means better work at the muni- 
tions factory. 

Turning to utility problems in a post- 
war economy, Mr. Kellogg reminded 
his hearers that utilities must be kept 
solvent, that they cannot be permitted 
to become impoverished and that with 
millions of kilowatts of capacity forced 
into idleness, then the shock-absorber 
load will have to be the residential load. 
This is the field, he said, which must 


be expanded to supply the income nec- 


essary to meet the fixed charges and 


AT CHICAGO—L. to r., O. P. B. Johnson, Indiana-Michigan Electric: Reese Mills, 





Henry P. Steinmetz, Public Service of New 
Jersey, and Charles E. Swartzbaugh, 
Swartzbaugh Manufacturing Co. 


operating expenses which are now met 
from defense power revenues. 

Lay your plans now to meet the stark 
realities of another great depression, 
H. P. Liversidge, president Philadel- 
phia Electric, told the conference. De- 
scribing the residential load as a cush- 
ion, the speaker urged utility sales 
forces to build a strong residential base 
load now as a duty to all types of resi- 
dential customers, and as an obligation 
to utility companies which must be kept 
out of financial difficulties in order 
that they may continue to carry their 
share of social responsibilities. 

Industrial business must be served 
with unfailing promptness, Mr. Liver- 





sidge said, and he advised power sales 
forces to include retirement provisions 
in power contracts, to scrutinize needs 
for added capital expenditures and to 
emphasize lighting, air conditioning and 
infra-red applications. 

After the war the all-electric kitchen 
will be more important than a flying 
fortress to America. Chester H. Lang, 
manager apparatus sales, General Elec- 
tric, said at the general sessions. His 
company expects to continue business 
as usual, he declared, keeping prices 
down and depending upon “the long- 
term peace-time partnership with you 
utility friends” expects to devote its to- 
tal energies to the task of doing a job 
for utilities and for the nation. A sim- 
ilar message of encouragement to util- 
ities was voiced also by B. W. Clark. 
vice-president of Westinghouse. 


Fluorescent Challenge 


“Our customers are still buying 
fluorescent gadgets and we are not yet 
selling them properly engineered 
fluorescent light installations in suffi- 
cient volume,” Philip H. Powers, vice- 
president West Penn Power, declared. 
“Utilities must get the better light 
story over to gadget salesmen,” he said, 
“particularly since fluorescent sales of 
only 200,000 in 1938 are expected to 
reach 19,000,000 this year.” 

The following immediate course of 
action for utilities was offered by Mr. 
Powers: (1) Be sure to know where 
fluorescent sales are being made in 
respective territories. (2) Use fluores- 
cent as a sales tool to get lighting levels 
up to new highs. (3) Set up sales pro- 
grams to encourage proper fluorescent 
installation. (4) Give active support to 
the legitimate jobbers and distributors. 
(5) Prepare and operate intelligent con- 
sumer advertising. (6) Do a thorough 
job of educating own sales people and 
other sales forces and keep them posted 
on fluorescent developments. (7) Obtain 
key high quality pace-setting fluorescent 
installations. (8) Use fluorescent on own 
properties. (9) Forget wattage and sell 
lighting levels and foot-candles. 








Westinghouse, E. A. Snyder, American 


Gas & Electric: J. A. McDermid and C. L. Dunn, Ohio Public Service; E. B. Haskell, United Illuminating: C. H. Purdy, Con- 
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sumers Power: Thomas Burns, American Gas & Electric, and A. B. Morgan, Edison Electric Institute 
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E.E.I. SALES MEETING—L. to r., C. P. Yoder, Buffalo Niagara & Eastern Power: J. W. Cannon, Erie County Electric: H. C. Thuerk, 
Atlantic Utility Service Corp.; W. E. Parrott, Ebasco Services; 


Louis H. Miller, General Electric; 





C. E. Stedman, Pennsylvania 


Power & Light: Ivar Lundgaard, Rochester Gas & Electric: B. P. Hess, Westinghouse; John L. Burgan, New York State Electric 
& Gas, and Sidney Alling, Rochester Gas & Electric 


Under the chairmanship of C. H. 
Purdy, Consumers Power, a diversified 
practical program was presented by the 
power sales section, meetings of which 
were open, this year for the first time. 

“Infra-red is a paint problem as 
much as it is an electric heating prob- 
lem,” D. A. Aitken, Cleveland Electric 
Illuminating, showed in demonstrating 
eleven types of pitfall for the power 
sales engineer specifying infra-red. 


Kitchen Bureau 


“Speculative builders, particularly in 
defense areas, are turning to electric 
kitchens,” Walter H. Sammis, vice- 
president Commonwealth & Southern, 
reported for the Modern Kitchen Bu- 
reau. Examples cited were 748 kitchens 
in a government project at Indianapo- 
lis, 208 kitchens in a Philadelphia de- 
velopment, 772 ranges and refrigera- 
tors at a Buffalo undertaking, 675 
ranges and refrigerators in an Atlanta 
example, 300 new homes (prices at 
$3,000-$5,000) in St. Petersburg—all 
with electric kitchens. 

Ready in a few weeks, Mr. Sammis, 
announced, will be the new M.K.B. 
talking picture in full color and on 16 
mm. film. 


More Rural Load 


“Only increased usage will solve the 
economic problems involved in render- 
ing service to rural areas,’ H. M. 
Sawyer, vice-president American Gas 
& Electric Service Corp., told the rural 
sales sections, meeting under the chair- 
manship of F. A. Coffin, vice-president 
Wisconsin Electric Power. 

“Management must recognize that the 
farmer will be served,” Mr. Sawyer con- 
tinued, “and therefore new approaches 
must be made to rural problems exist- 
ent for the past 25 years.” 


Lighting Sessions 


Fluorescent, industrial, commercial 
and residential lighting, plus a sympo- 
sium of creative selling by three utility 
companies were major topics at lighting 
sales meetings, held by Chairman 
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Henry P. J. Steinmetz, vice-president 
Public Service (N.J.) Electric & Gas. 

The home service section, under the 
chairmanship of Miss Fern Snyder, 
Georgia Power, discussed appliance 
and lighting sales, adequate wiring, 
kitchen planning, as an appliance sales 
tool, customer relations and dealer rela- 
tions. 


Pacific Gas Seeks State 
Approval for Projects 


Pacific Gas & Electric Co. has made 
formal application to the California 
Railroad Commission for authority to 
construct two large power plants on 
the Feather River, one at Cresta and 
the other at Pulga. The Federal 
Power Commission last month author- 
ized the company to build the plants, 
which will cost approximately $22,- 
000,000. 

Frank Clark, state director of pub- 
lic works and chairman of the water 
projects authority, opposed the con- 
struction projects as unnecessary in 
view of the Central Valley project 
power facilities, which are scheduled 
for operation in 1943. FPC required 
Pacific Gas to complete the Pulga and 
Cresta plants by 1943. 


Utility Employees Hold 
Meet in Indianapolis 


Measures for increasing and protect- 
ing electric power and production for 
national defense manufacturing as well 
as normal needs highlighted the fourth 
annual Indiana Young Men’s Utility 
Conference in Indianapolis last week. 
More than 500 Hoosier electric utility 
representatives attended the meeting, 
sponsored by the Indiana Electric 
Association. 

A. C. Monteith, Westinghouse Elec- 
tric & Manufacturing Co., told the con- 
ference that the electric industry in 


12, 1941 


1940 increased power and production 
for national defense needs equal to the 
expansion experiences during the entire 


first World War. 


Warns Life Policyholders 
on St. Lawrence Project 


The New Deal Administration in 
Washington is held responsible for the 
cut in dividends on life insurance poli- 
and savings bank rates in a 
pamphlet being sent to policyholders 
by the Peoples Committee to Defend 
Life Insurance and Savings. It was 
stated that the Administration “has 
indulged in reckless political expendi- 
tures which have caused high taxes. 
It has sponsored ill-advised measures 
which restrict industry and business 
and cause unemployment, idle money 
and low interest rates. These are some 
of the reasons for the greatly reduced 
earnings on your life insurance and 
savings.” 

Policyholders were warned that the 
construction of the St. Lawrence sea- 
way and power project would adversely 
affect investments in utilities. “It is 
obvious that if our national government 
uses public funds for tax-free subsid- 
ized competing transportation and 
power facilities, existing railroads and 
power plants, which must pay heavy 
taxes, will be placed at great disad- 
vantage.” 


cies 


Allis-Chalmers Strike 
Settled in Agreement 


Following agreement between com- 
pany and union officials the strike at 
the Allis-Chalmers Manufacturing Co. 
plant, which has been in effect since 
January 22, was settled this week and 
production was resumed on $45,000,000 
worth of vital defense materials. 

Crisis in the strike came when a 
“back-to-work” movement started 
among employees which precipitated 
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disorder by the CIO unionists. President 
Roosevelt expressed concern over the 
situation and the new National Defense 
Mediation Board became active in set- 
tlement of the strike. The terms of the 
agreement were ratified by local CIO 
union members. 


To Install 12,500-kw. Unit 


Kentucky Utilities Co. plans instal- 
lation of a 12,500-kw. generator at 
Paducah to supplement the electric 
supply, according to L. P. Hite, divi- 
sion manager. The installation will 
cost $450,000. To save time in power- 
house construction, the unit will be 
installed in the engine room at the IIli- 
nois Central shops, which has some 
surplus space. 


Major Appliance Sales 


Dealers in the territory served by 
Virginia Public Service Co. gold $135,- 
493 of major electrical appliances dur- 
ing January. This total included 104 
ranges, 455 domestic refrigerators, 
twelve commercial refrigerators, 32 
water heaters, 383 washers, 26 ironers 
and two water systems. 


Promote Appliances 


Canadian electric companies intend 
to promote the sale of electric appli- 
ances as vigorously as possible during 
1941, despite war efforts, high taxes 
and priorities. 





MAKING READY FOR THE SECOND—In the foreground is the first 80,000-kw. General 
Electric turbo-generator in the new Oswego steam-electric generating station of Central 
New York Power Corp., Niagara Hudson Power System. Crates in the background 
contain material for the second 80,000-kw. unit, which will go into service this fall 
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Hydro-Electric Projects 
Planned by Government 


National Resources Planning Board estimates costs of projects to be 


approximately a billion dollars — Six year public works plan 


charted as defense or post-war shock absorber for nation 


Hydro-electric projects costing more 
than one billion dollars are among 
construction jobs the government has 
on “the shelf” available either for 
building under the guise of national 
defense or as part of a post-war shock- 
absorber program. 

The over-all figure is contained in 
the first specimen of the National Re- 
sources Planning Board’s annual re- 
port theoretically presenting a_ six- 
year public works plan for the federal 
government. Because of the emergency, 
original intent of charting a six-year 
plan has been modified to compile a 
reservoir of projects designed to offset 
post-war deflation. 


Lump Sum Estimate 


The report supplies no breakdown 
of its general totals and none is avail- 
able. The figure of $929,207,500 is 
given in lump sum form as the esti- 
mated cost of hydro projects which 
various agencies could build, not in- 
cluding projects of a multi-purpose 
nature where flood control or irrigation 
is the primary purpose. A total of 
$561,569,300 in flood control and $188.,- 
218,546 in irrigation projects, many 
of which would include “incidental” 
power, also is listed. Grand total of all 


types of “available” projects presented 
in the report is $2,346,013,000. Of 
this, however, detailed plans are com- 
plete or in progress for only $667,000,- 
000 and sketch plans have been made 
for another $478,583,000. 

Projects included in the totals are 
those which various federal agencies 
have “in mind” building when author- 
ization is obtained and funds provided. 
However, the board recommends cut- 
ting considerable “red tape” to put 
many of these construction jobs in 
position for immediate contract either 
“for defense” or for the post-war slack. 
The board would have Congress pro- 
vide a Presidential revolving fund for 
investigations, preparation of plans 
and specifications, would like to see 
advance Congressional authorization of 
the projects to become effective when 
funds are provided and appropriations 
of funds now to begin purchasing neces- 
sary sites. 

In addition to outlining potential 
future construction activities the board’s 
report discusses at length an over-all 
national water policy predicated upon 
development of water resources in all 
forms. The report definitely takes a 
stand against individual projects, either 
by government or private enterprise, in 
favor of total planned development of 
entire watersheds. It discusses at length 
past federal water development policies, 
criticising their inconsistencies and 
arguing for a single national formula 
as to calculating costs, assessing and 
prorating benefits. 

The report calls for promotion by 
the government of a_ better under- 
standing of the place of water power 
in conservation of energy resources, 
which the board interprets to be in- 
tegration of steam and water power, 
the former for steady base load and 
the latter for short-term peak loads, 
and development of wider dependency 
upon low-grade, atomic, solar and tidal 
fuels. Also recommended are intercon- 
nections of electric generating plants 
“wherever economically justified to per- 
mit generation at lowest over-all cost.” 


Vote Municipal Power 


A bond issue to finance municipal 
ownership of electric light and power 
services has been voted at Centuria, 
Wis. It is planned to use REA power. 
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Wisconsin Power & Light 
Speeds Building Program 


President Neff says $3,023,520 budget will be financed with $1,000,000 
bank loan and out of earnings — Edgewater plant unit to go 
into operation in June — Interconnections to be made 


The $3,023,520 construction budget 
of Wisconsin Power & Light Co. will 
enable the company to complete the 
installation of the 30,000-kw. generat- 
ing unit in the Edgewater plant, make 
a second interconnection at Plymouth 
with the Wisconsin Electric Power Co. 
and to make necessary changes in the 
transmission system to insure against 
any possible power shortage during the 
defense emergency. Work is 
speeded on all projects. 

President Grover C. Neff said that 
it is proposed to finance this budget 
through a bank loan of $1,000,000 and 
from company earnings. Of the $3,- 
023.520, electric utility construction 
will total $2,803,291, gas $96,373 and 
miscellaneous utility construction $123,- 
856. Last year the company spent 
$1,885,130 on electric, $132,222 on gas 
and $76,369 on miscellaneous utility 
construction. 


being 


Rebuilds 25-Cycle Units 


Last year the company completed the 
rebuilding of the 25-cycle units into 
60-cycle units in the Prairie du Sac 
hydro plants and thereby added 3,350 
kw. of generating capacity. The 30,- 
000-kw. steam turbine unit is now be- 
ing installed in the Edgewater plant 
at Sheboygan, which is scheduled to go 
into operation in June. 

During 1940 the company construct- 
ed 418 miles of farm lines and estimates 
that 300 miles will be built this year. 
Last year 1,280 rural customers were 
added to the lines, with 1,395 new ones 
expected during 1941. The average 
annual use by rural customers, 90 per 
cent of which are farmers, was 1,172 
kwhr. last year and is expected to 
average 1,230 kw.-hr. this year. 

Mr. Neff stated that during 1940 the 
company sold $591,789 of electrical 
appliances and added $71,461 E.A.R. 
“We propose to increase this about 10 
Per cent in 1941,” Mr. Neff stated. The 
average residential use was 813 kw.-hr. 
in 1939, was 868 kw.-hr. last year and 
ls expected to hit 910 kw.-hr. this year. 

Wisconsin Power & Light is well in- 
terconnected with neighboring utilities, 
which insures a plentiful supply of 
Power in case of any emergency and 
sures continuity of service. About 
three years ago the company made a 
high-capacity interconnection with Wis- 
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consin Electric Co. Within the past 
few months it completed a contract for 
the interchange of power with Madison 
Gas & Electric Co. and is now making 
a study working for a possible inter- 
connection with Wisconsin Public Ser- 
vice Corp. near Fond du Lac. In order 
further to expand its power network, 
the company is now making a second 
interconnection at Plymouth with Wis- 
consin Electric Power Co. An inter- 
connection with this company at Water- 
town has been in operation for some 
years. At Platteville, Wis., the com- 
pany has an interconnection with the 
Interstate Power Co. 


Protect Stations 


Mr. Neff said that his company is 
spending about $20,000 for the erection 
of fencing to protect the principal gene- 
rating stations, gas plants and substa- 
tions. Floodlighting is being installed 
at these points and no one can enter 
plants or principal substations without 
passes and proper identification. 

“Due to the fact that our company 


is a rural type company,” Mr. Neff 
said, “we do not anticipate any great 
increase in load from the defense plans. 
We serve many industries working on 
defense work, but they are for the most 
small.” He stated that the total power 
load is much less in per cent of total 
than in most utilities. Studies have been 
made of the increase in power de- 
mands, Mr. Neff said, and they are ex- 
pected to reach their peak during 1941. 

The company is now carrying loads 
with existing generating facilities and 
the new 30,000-kw. unit gives additional 
generating capacity. This, together 
with changes in the transmission sys- 
tem, insures against any possible power 
shortage during the defense emergency. 
“The company is co-operating with all 
government agencies and making avail- 
able to them the facilities we have that 
will help them,” Mr. Neff said. 


REA Allots Texas Funds 


REA has earmarked $1,550,000, with 
a $250,000 immediate allotment, to the 
Brazos River Transmission Electric Co- 
operative to construct 490 miles of trans- 
mission lines to serve fifteen REA proj- 
ects in central and north Texas. This 
new co-operative is to purchase the 
entire output of Possum Kingdom Dam, 
the district having rejected a better bid 
from the Texas private utilities in favor 
of the new transmission company (ELEc- 
TRICAL Wor.p, April 5, 1941, page 80). 





CHICKASAW STEAM PLANT—Workmen installing the low‘pressure spindle 


Power Co. at Mobile. 





in the 
40,000-kw. Westinghouse turbo-generator unit in the new generating station of Alabama 


The new plant is expected to go into operation in May. A 


second 40,000-kw. unit has been ordered and this is scheduled to go into service by 


January, 1943. 


32. 1941 


The cost of the second unit will be in the neighborhood of $3.000,000 
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Rankin Introduces Bill 
to Create “Seven TVA’s” 


The “seven TVA’s” bill is back 
before Congress, this time in somewhat 
different dress. Representative Rankin, 
leader of the House public power bloc, 
has introduced a measure setting up 
nine regional authorities, one of them 
the present TVA and the others each 
headed by an administrator responsible 
only to the President. 

The proposed authorities would be 
primarily operating, planning and co- 
ordinating agencies at the start, but 
would be empowered to construct multi- 
purpose projects as authorized by Con- 
gress in the development of their re- 
spective watersheds. The Rankin pro- 
posal to make the administrators re- 
sponsible to the President is consider- 
ably at variance with the “compromise” 
plan worked out in other bills for two 
of the areas covered, Arkansas Valley 
and Columbia River. In these bills 
provision is made for a single adminis- 
trator appointed by the Secretary of 
Interior working with a local board con- 
sisting of members representing the 
area. 

The authorities named in the Rankin 
bill are Atlantic Seaboard, Great Lakes- 
Ohio Valley, TVA, Missouri Valley. 
Arkansas Valley, Southwestern, Colum- 
bia Valley, California (Central Valley) 
and Colorado River. 


Sodium Lamps to Light 
Highway and City Streets 


Sodium lamps of 10,000 lumens each, 
42 of them on 250 feet spacing staggered 
on the two sides of the road, will light 
U. S. Route No. 5 as it passes through 
the city of Lackawanna, N. Y., by the 
terms of a contract recently concluded 
with the Buffalo Niagara Electric Corp. 

Through Lackawanna the highway 
parallels on one side the property fence 
of a large mill of Bethlehem Steel Co. 
and on the other side are residences and 
business places. To the extent that these 
conditions justify the statement, it may 
be said that here will be an instance 
of sodium lamps being used for con- 
tinuous street lighting. 


Ontario Hydro to Obtain 
Additional Power 


Ontario Hydro-Electric Commission 
will receive an additional block of 20,- 
000 hp. from the Maclaren-Quebec 
Power Co. next November 1, a return 
tabled in the Provincial Legislature 
states. 

The new block was not to have been 
delivered until November 1, 1944, but 
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the date of delivery was advanced three 
years. The return also says that de- 
livery of another block of 20,000 hp. 
which was set for November 1, 1940, 
under the 1937 contract with Maclaren- 
Quebec had been advanced to July 1, 
1940. 

With the increase by next November 
1 the total demand will be for 100,000 
hp. It was said a further understand- 
ing had been reached to increase the 
maximum under the 1937 contract from 
100,000 to 125,000 hp. at the same 
price of $12.50. 


New FPC Rate Series 


The Federal Power Commission has 
begun the publication of the 1941 Rate 
Series showing, in the form of typical 
net monthly bills, electric rates as of 
January 1, 1941, in every state in the 
Union. 


OPM Rations Aluminum 
to Non-Defense Users 


Nearly normal supplies of aluminum 
for repairs and replacement of existing 
apparatus, including that of electric 
utilities, in April and probably subse- 
quent months is provided for by regula- 
tions rationing non-defense supplies of 
the metal issued by the OPM Priorities 
Division. Consumers in this classifica- 
tion are allotted 80 per cent of average 
1940 deliveries. 

Aluminum supplies for other than 
repair or replacement uses, however, 
will be sharply curtailed. The regula- 
tions provide allocation of 60 per cent 
of normal 1940 deliveries for standard 
apparatus which cannot be redesigned 
for substitutes without serious disloca- 
tion and for which there is substantial 
use in defense channels, and a 50 per 
cent supply for those using less than 
1,000 pounds monthly. 


COMING MEETINGS 


Missouri Valley Electric Association—Rural and 
sales conference, April 14-15; spring accounting 
conference, Continental Hotel, Kansas City, 
Mo., May 22-23. |. D. Pettegrew, director, 
1527 Sharp Bldg., Lincoln, Neb. 


Northwest Electric Light and Power Association— 
Engineering and operation section, Portland, 
Ore., April 16-18. Paul P. Ashworth, chairman, 
Telluride Power Co., Richfield, Utah, 


Electrochemical Society—Spring meeting, Cleve- 
land, Ohio, April 16-19. Colin G. Fink, secre- 
tary, Columbia University, New York, N. Y. 


Maryland Utilities Association—Spring meeting, 
Lord Baltimore Hotel, Baltimore, Md., April 18. 
G. F. Jones, secretary, Potomac-Electric Power 
Co. Building, Washington, D. C 


Porcelain Enamel Institute — Annual meeting, 
French Lick Springs Hotel, French Lick, Ind., 
April 17-18. 


Greater New York Safety Council—Annual safety 
convention and exhibit, New York, N. Y., April 
22-25. Greater New York Safety Council, Inc., 
Lincoln Building, 60 East 42d St., New York. 


Missouri Association of Public Utilities—Annual 
convention, Elms Hotel, Excelsior Springs, Mo., 
April 23-25. Jesse Blythe, assistant secretary, 
Merchants Bank Bldg., 101 West High St., Jef- 
ferson City, Mo. 


Illuminating Engineering Society—Pacific Division, 
second annual lighting conference, Pacific Gas 
& Electric Co., auditorium, 245 Market St., San 
Francisco, April 25-26. William P. Bear, general 
chairman, 245 Market St., San Francisco. 


Arkansas Utilities Association—Annual convention, 
Arlington Hotel, Hot Springs National Park, 
Ark., April 28-29. R. E. Richie, secretary, Post 
Office, Box 551, Little Rock, Ark. 


Association of Iron and Steel Engineers—Spring 
conference, Youngstown, Ohio, April 28. Brent 
Wiley, managing director, Empire Bldg., Pitts- 
burgh, Pa. 


American Institute of Electrical Engineers—North 
Eastern District, Rochester, N. Y., April 30-May 
2; summer meeting, Toronto, Canada, June 1|6- 
20. H. H. Henline, national secretary, 297 West 
39th St., New York, N. Y. 


Southeastern Electric Exchange—Annual confer- 
ence, Bon Air Hotel, Augusta, Ga., May 1-3. 
J. W. Talley, executive secretary, 303 Haas- 
Howell Bldg., Atlanta, Ga. 


National Metal Trades Association—Annual con- 
vention, Palmer House, Chicago, Ill., May 8-9, 
Harry S. Flynn, secretary, 122 S. Michigan Av., 
Chicago, Ill. 


National Electrical Manufacturers Association — 
Spring meeting, The Homestead, Hot Springs, 
Va., May I1-15, W. J. Donald, managing direc- 
tor, 155 East 44th St., New York, N. Y. 


National Fire Protection Association — Annual 
meeting, Royal York Hotel, Toronto, Canada, 
May 12-17. Robert S. Moulton, technical secre- 
tary, 60 Batterymarch St., Boston, Mass, 


National Electrical Wholesalers Association—An- 
nual convention, The Homestead, Hot Springs, 
Va., May 18-22. £. Donald Tolles, managing 
director, 165 Broadway, New York, N. Y. 


Pacific Coast Electrical Association—Annual con- 
vention, Hotel del Coronado, Coronado, Calif., 
May 21-24. 


Empire State Gas & Electric Association—Electric 
operating group, Van Curler Hotel, Schenec- 
tady, N. Y., May 23. George H. Smith, secre- 
tary, Grand Central Terminal, New York, N. Y. 


Public Utilities Advertising Association — Annual 
convention, Hotel Statler, Boston, Mass., May 
26-27. James Macdonald, chairman, Boston 
Edison Co., Boston. 


National Association of Purchasing Agents — 
Annual convention, Chicago, Ill., May 26-29. 
G. A. Renard, executive secretary-treasurer, |! 
Park Place, New York, N. Y. 


Edison Electric Institute—Annual convention, Buf- 
falo, N. Y., June 2-5. Major H. S. Bennion, 
managing director, 420 Lexington Av.. New 
York, N. Y. 


American Society of Heating and Ventilating En- 
gineers—Semi-annual meeting. Palace Hotel, 
San Francisco, Calif., June 16-19. A. V. Hutch- 
inson, secretary, 51 Madison Av., New York, 
N. Y 


Pacific Heating & Air Conditioning Exposition— 
Exposition Auditorium, San Francisco, Calif., 
June 16-20. Publicity Department, Pacific Heat- 
ing & Air Conditioning Exposition, Grand Cen- 
tral Palace, New York, N. Y. 


American Society of Mechanical Engineers—Semi- 
annual meeting, Kansas City, Mo., June . 
C. E. Davies, national secretary, 29 West 39h 
St., New York, N. Y. 


American Society for Testing Materials -Annual 
meeting, Palmer House, Chicago, Ill., June 
27. R. E. Hess, assistant secretary, 260 Sout 
Broad St., Philadelphia, Pa. 


Canadian Electrical Association — Annus! meet 
ing, Seigniory Cub, P. Q., Canada, June 25- 
27. B. C. Fairchild, secretary, 804 Tramways 
Bldg., Montreal. 
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The L-M ROUND-WOUND is the only Transformer 
with long, round coils on a wound, cruciform core. 

As a result, LLM ROUND-WOUND Transformers 
have better regulation at all power factors, better 
ratio of losses, lower exciting current, uniformly high 


impulse strength, high short time overload capacity. 
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NEW UNIT—Work is progressing rapidly on upit No. 

Philadelphia Electric Co., which is a 50,000-kw, General 

The picture shows the unit about completed witi the tu 
operating on 
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VISITS SANTEE-COOPER—Edison Electric Institute President and Mrs. Charles W. Kellogg (left) 
talking with Frank M. Weld, S. A. Fieweger and Charles Wright on their visit to the $40,000,000 
hydro-electric development of the South Carolina Public Service Authority. Santee-Cooper received 
a $15,435,000 PWA grant and a loan of $18,865,000 secured by self-liquidating revenue bonds of 
the authority 


SUMPTUOUS DISPLAY of the Kansas City Power & Light Company at a recent eight-day Better 

Homes and Building Exposition attracted 100,000 spellbound Kansas Citians to watch a 20-minute 

skit enacted on the five sets of a huge revolving stage. Theme was convenience, low cost and 
better living. electrically 





unit No. 5 in Chester station of 
. General Electric turbo-generator. 
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_ the turbine gauge board from 


i 


UTILITY DEFENSE DISPLAY—National defense replacing appliances as thé theme for public utility exhibits these 


days. Detroit Edison booth at the recent Detroit builders’ show featured six animated displays showing applications 


of electric power in defense industries. Products made by the Edison Company’s industrial 


customers were 
exhibited on the table 


PORTABLE SUBSTATION—Completely assembled on a highway type trailer, this poriable substation is getting 
the once-over at the Westinghouse works. 


Built for the Cincinnati Gas & Electric Co., the 2,500-kva. unit is 
being inspected by W. W. Sproul, Westinghouse; L. J. Gill, Pennsylvania Power & Light Co.; R. T. Earle, West- 


inghouse: G. T. Twyford, Potomac Edison Co.; R. M. Malone, Westinghouse, and F. E. Steir, 


Pennsylvania 
Power & Light Co. 
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HOW WELL DOES IT OPERATE? ... The real worth of most major elec- 

trical apparatus can be evaluated from the records of such system operators 
as those shown. above, at work in control room of a large power company. Weak 
spots in the system soon show up here and often result in investigations leading to 
new methods and equipment. 


a THEY'LL NEVER KNOW... 


Only a small fraction of the 
thousands using skyscraper elevators 
have the faintest idea of the research 
and engineering effort prerequisite to 
uninterrupted power supply. Example: 
at times during operation, some elevator 
motors act as generators. 

This introduces reverse cur- 
rents and resultant severe 
problems in a-c network 
service. The new BN net- 
work protector relay, shown 
at right with Westinghouse 
engineer, has been a major 
factor in solving this prob- 
lem by providing improved 
means for eliminating unnec- 
essary protector operations. 


THE FINAL LINK... Brilliant research, accurate field studies, 
sound engineering—all can be wasted unless final manufac- 

ture includes a generous portion of “know how.” Assembly of 
Westinghouse network protectors, right, becomes skilled produc- 
tion under the eyes and hands of master craftsmen. 
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Power Output Off 
From Previous Week 


Although a partial power load has 
been lost by strikes in industrial plants, 
electric production during the week 
ended April 5 totaled 2,778,628,000 kw.- 
hr., a gain of 16.7 per cent over the 
week last year, according to report of 
the Edison Electric Institute. The de- 
cline from the preceding week was 0.85 
per cent, a larger decline than reported 
so far this year. However, it was not as 
sharp as was the case in the past two 
years. 

Compared with the 1939 week, output 
was 27.8 per cent higher, the highest 
such figure so far this year. The extent 
of the contra-seasonal movement is 
shown by the fact that since the peak 
of production so far this year, reached 
during the week of January 18, output 
has dropped only 2.32 per cent, whereas 


Weekly Output, Millions Kw.-Hr. 
1941 1940 1939 


Apr. 5 2,778 Apr. 6 2,381 Apr. 8 2,173 
Mar. 29 2,802 Mar. 30 2,422 April | 2,210 
Mar. 22 2.809 Mar. 23 2,424 Mar. 25 2,198 
Mar. 15 2.817 Mar. 16 2,460 Mar. 18 2.225 
Mar. 8 2.835 Mar. 9 2.464 Mar. Il 2.238 
Mar. | 2825 Mar. 2 2.479 Mar. 4 2.244 
Feb. 22 2.820 Feb. 24 2.455 Feb. 25 2.226 
Feb. 15 2.810 Feb. 17 2.476 Feb. 18 2.249 
Feb. 8 2.824 Feb. 10 2,523 Feb. Il 2.268 
Feb. | 2,830 Feb. 3 2,541 Feb. 4 2.287 


Per Cent Change from Previous Week 





Week Ending 

Apr. 5 Mar. 29 Mar. 22 

New England . . +21.6 +19.4 +20.3 
Middle Atlantic +13.4 +13.2 +13.8 
Central Industrial +21.7 +19.5 +20.2 
West Central ... +13.0 +12.4 +10.9 
Southern States +16.9 +20.8 +20.0 
Rocky Mountain +10.0 +12.1 +13.8 
Pacific Coast + 9.8 + 5.0 + 6.0 
Total United States.. +16.7 +15.7 +15.9 
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Billions of Kw-Hr. 


1.8 


J F 


Jast year the drop was 8.17 per cent. 
Fluctuation this year has been in a very 
narrow range. 
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In all but two major geographical 
divisions power production showed an 
expansion over a year ago. 





Daily Output Holds 
High Average Rate 


The average daily production of elec- 
tric energy for public use during Febru- 
ary was 429,969,000 kw.-hr., practically 
the same as in January and 10.6 per 
cent above February, 1940, according to 
the Federal Power Commission report. 
Total production for public use was 12.,- 
039,133,000 kw.-hr., of which 32 per 
cent was produced by water power. 

Reports were received during March, 
the FPC stated, indicating that the ca- 
pacity of generating plants in service 
on February 28, 1941, totaled 41,772,609 
kw., a net increase of 74,166 kw. over 
the previous month. 

Exclusive of international transfers, 
2,217,.577,000 kw.-hr., or 18.3 per cent 
of the total generation, was reported as 
crossing state lines during February. 

The total stock of coal on hand at 
electric utility power plants on March 1 
was !2,178,513 tons, a decrease of 1.6 
per cent from the previous month and 
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an increase of 19.9 per cent as compared 
with a year ago. Electric utility plants 
consumed approximately 4,636,202 tons 
of coal in February. 


Electric Plant Bonds 


Offering was recently made on a 
“when, as and if issued basis” of $3.- 
108,000 of electric plant refunding 
revenue bonds of the Department of 
Water and Power of the city of Los 
Angeles. The bonds, dated May 1, 
1941, are priced to yield from 0.30 per 
cent to 2.20 per cent for maturities 
ranging from 1942 to 1958. 


Defers Accounts Hearing 


Federal Power Commission has 
postponed until May 12 the public 
hearing heretofore set to begin on 


April 7 at Moline, IIl., relating to ac- 
counting adjustments by Peoples 
Power Co. 


12, 1941 


Madison Gas & Electric 
to Install Steam Unit 


Madison Gas & Electric Co. has been 
authorized to install additional steam 
generating capacity at its Blount Street 
station at a cost of about $607,500. 

Installation of the proposed boiler 
will add 25,000 kw. of high-pressure 
steaming capacity and of sufficient ca- 
pacity to care for an additional gener- 
ating unit which the company is con- 
templating. 


Canadian Output Dips 


Output of Canadian central elec- 
tric stations in February totaled 
2,407,068,000 kw.-hr., compared with 
2,634,695,000 kw.-hr. in January and 
2,367,031,000 kw.-hr. in February, 
1940. Exports to the United States 
were 176,643,000 kw.-hr., compared 
with 192,470,000 kw.-hr. the previous 
month and 139,908,000 a year ago. 
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J. B. Thomas New President 
of Fort Worth Utility 


J. B. Thomas, formerly vice-president 
and general manager of the Texas Elec- 
tric Service Co., Fort Worth, recently 
was made president and general man- 
ager of the company by its board of 
directors. A. J. Duncan, formerly presi- 





dent of the company, was made chair- 
man of the board. 

A native of Texas and a graduate of 
Texas A & M, Mr. Thomas joined the 
Texas Power & Light Co., Dallas, in the 
engineering department in 1912. He has 
been continuously engaged in the elec- 
tric light and power business in Texas 
since that time. 

From 1921 through 1929 Mr. Thomas 
served the Texas Power & Light Co., 
and associated companies as chief engi- 
neer and, during that period, was active 
in the construction of the high-tension 
transmission lines that gird Texas. He 
was instrumental in the initial develop- 
ment of the present Texas Electric 
Service Co. and went to Fort Worth in 
1930 as the company’s vice-president in 
charge of operations, later occupying 
the positions of executive vice-presi- 
dent and vice-president and general 
manager. 
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EWS ABOUT PEOPLE 


> A. C. DaNekinp, of General Electric 
Co.’s executive department, Schenec- 
tady, N. Y., has been assigned to the 
Office of Production Management at 
Washington, D. C. Mr. Danekind has 


already assumed his new duties. 


> Herman B. Wor has been named 
superintendent of maintenance for the 
Duke Power Co., succeeding the late 
Frank L. Moser. J. E. CHAPMAN has 
been named assistant superintendent, a 
newly created position. Both Mr. Wolf 
and Mr. Chapman served as assistants 
to Mr. Moser. Mr. Wolf has been 
with the Duke Power Co. 25 years and 
Mr. Chapman 30 years. 


> Jupce E. B. PENNYyBACKER has been 
appointed by Governor Neely of West 
Virginia a member of the state Public 
Service Commission, succeeding John 
J. D. Preston, whose appointment by 
Governor Holt was not confirmed by the 
State Senate. Judge Pennybacker re- 
signed as judge of the Fourth Judicial 
Circuit, to accept the appointment. He 
is a resident of Parkersburg. Judge 
Pennybacker will serve as chairman of 
the commission, with Howard M. Gore, 
former Governor of West Virginia 
(ELectRIcCAL Wortp, April 5, page 
112), and Judge C. E. Nethken of 
Keyser, Mineral County, as members. 


> Frep L. WirtseEt, of the Toledo Edi- 
son Co., Toledo, Ohio, who became 
president of the National District Heat- 
ing Association in May, 1940, was re- 
cently made president and_ general 
manager of the Pueblo Gas & Fuel Co., 
Pueblo, Colo. Because of this trans- 
fer, Mr. Witsell resigned as president 
of the association. LEONARD S, PHIL- 
Lips of the New York Steam Corp., first 
vice-president of the association, ad- 
vanced to the office of president. John 
M. Arthur, Jr., of the Kansas City 
Power & Light Co., Kansas City, Mo., 
became first vice-president and Ray- 
mond M. Nee of the Boston Edison Co., 
Boston, Mass., advanced to second vice- 
president. 
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Johns-Manville Assigns 
New Duties to Barker 


Appointment of G. A. Barker as man- 
ager of Johns-Manville’s public utility 
and electrical products department has 
been announced by L. R. Hoff, president 
of Johns-Manville Sales Corp. Mr. 
Barker, who has specialized in the de- 





velopment and sale of electrical com- 
modities, was formerly staff manager of 
the electrical department for Johns- 
Manville. 

An honor graduate of the University 
of California, Mr. Barker joined Johns- 
Manville in 1921 as Pacific division 
manager of the power products depart- 
ment at San Francisco. Prior to that 
he was associated with the Pacific Gas 
& Electric Co. in San Francisco, chief 
engineer for the Central Teresa Sugar 
Co., Cuba, and chief mechanical engi- 
neer of the Industrial Accident Com- 
mission of California. 


> Joun A. BaumcartTeEN, who has been 
connected with the Public Service Elec- 
tric & Gas Co., Newark, N. J., since 
1921, has been appointed general appli- 
ance sales representative, electric, t0 
succeed the late Edmund S. Stevens. 




















Knight Goes to Hartford; 
Wellington Promoted 


Fred D. Knight, superintendent of 
production for Boston Edison Co. since 
1937. left that organization on April 
1 to become assistant to the operating 
vice-president of the Hartford Elec- 
tric Light Co. 


His successor in the 





F. D. Knight 


Boston company is H. W. H. Welling- 
ton, lately assistant superintendent of 
the production department. 

Mr. Knight has been connecied with 
the Boston Edison Co. for sixteen years, 
entering the service of that utility as 
assistant superintendent of production 
with the inauguration of service at the 
Edgar station. He was graduated from 
the University of Maine in 1909. Prior 
to his college work he was employed 





H. W. H Wellington 

by the Boston Elevated Railway for a 
year ani by the General Electric Co. 
at Lynn Mass., for three years. Be- 
fore join ng Boston Edison he was in 
charge of the construction of the South 
Meadow 


station at Hartford for the 


ELECTRICAL WORLD @ April 


Stone & Webster Engineering Corp. 
and was with that organization for six- 
teen years on major construction proj- 
ects throughout the country. He be- 
came superintendent of production for 
Boston Edison in 1937. 

H. W. H. Wellington, who succeeds 
Mr. Knight as superintendent of pro- 
duction for Boston Edison, has been 
with the company about 23 years, start- 
ing as a station operator. He is a 
native of Roxbury, Mass., and in his 
earlier career was employed in dam 
construction at Keokuk, Iowa, and at 
the laboratory of the West Lynn works 
of the General Electric Co. In 1919 
Mr. Wellington was appointed technical 
assistant to R. E. Dillon, now vice- 
president in charge of engineering and 
production for the Boston company, and 
in recent years Mr. Wellington has 
been assistant superintendent of the 
production department. 


New England Power Sales 
Engineers Transferred 


Walter B. Pepper has been transfer- 
red from the Gardner (Mass.) Electric 
Light Co. to the Worcester County Elec- 
tric Co., succeeding Erving G. Betts, 
who is now with the Malden Electric 
Co. T. D. Schoonmaker has been trans- 
ferred from the Malden company to the 
New England Power district office at 
Leominster, Mass., and A. L. P. Jezyk, 
formerly at Malden, is now located at 
the Salem Electric Lighting Co. offices. 
George Newton, formerly at Leominster, 
has been transferred to Gardner, and 
Thomas Hayden from Boston to the 


Athol Gas & Electric Co. 


OBITUARY 


> Henry C. Don Cartos, chief oper- 
ating engineer with the Hydro-Electric 
Power Commission of Ontario for the 
past 29 years, died in Toronto on March 
29. He was 65 years of age. Before 
going to Toronto 29 years ago he was 
with the Telluride Car Co. of Colorado 
and Utah. Born in Missouri, he was 
graduated from Missouri State Uni- 
versity in 1902. He was a fellow of 
the American Institute of Electrical 
Engineers. 


> Utricu J. Rappet, professor and head 
of the department of electrical engi- 
neering, University of Dayton, Dayton, 
Ohio, died September 24, according to 
information recently received. He had 
headed the electrical engineering de- 
partment at the university since 1913. 
Professor Rappel was a member of 
the Illuminating Engineering Society, 
American Institute of Electrical, Engi- 
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neers, Society for the Promotion of 
Engineering Education and the Ameri- 
can Association for the Advancement of 
Science. He was 60 years old. 


> Frank L. Moser, maintenance super- 
intendent of the Duke Power Co., Char- 
lotte, N. C., died on March 25, of a 
heart attack. A native of Charlotte, 
Mr. Moser became associated with the 
company 35 years ago when it was 
known as the Catawba Power Co. He 
was a member of the American Insti- 
tute of Electrical Engineers, North 
Carolina Engineering Society and the 
Charlotte Engineering Society. 


> Ricuarp A. Cooke, president of the 
Hawaiian Electric Co. for the past 28 
years, died in Honolulu February 16, 
following a heart attack. Born in the 
Islands in 1884, Mr. Cooke was a mem- 
ber of a pioneer Hawaiian family. He 
was graduated from Yale in 1906 and 
returned to Hawaii to begin a career 
that carried him into all phases of the 
business and industrial life of the ter- 
ritory. In addition to his utility posi- 
tion he was president of C. Brewer & 
Co., Ltd., Island sugar factors. He was 
president of the Hawaiian Sugar Plant- 
ers’ Association in 1935 and again in 
1940. His association with Hawaiian 
Electric began in 1909 when he was 
elected a director. 
dent in 1913. 


He became presi- 


> Irvinc H. Moran, an engineer in the 
mechanical division of the Stone & Web- 
ster Engineering Corp.. died on March 
20 at the South Weymouth Hospital 
in Weymouth, Mass., in his fifty-sixth 
year. He was employed for a number 
of years by the Potomac Electric Pow- 
er Co., reaching the position of chief 
draftsman in 1923, when he was em- 
ployed by Stone & Webster Engineer- 
ing Corp. Mr. Moran had been re- 
sponsible for the design of many indus- 
trial and public utility power plants, 
including the most recent extension 
to the South Meadow station at Hart- 
ford, Conn., and the Stamford power 
station of the Connecticut Power Co. 


> Hersert M. Case, consulting engi- 
neer of the Long Island Lighting Co., 
died March 31 at his home in Amity- 
ville, Long Island, at the age of 65. 
Up to two years ago Mr. Case was 
chief engineer for the Long Island 
utility. A graduate of the Massachu- 
setts Institute of Technology, he be- 
came affiliated with the General Elec- 
tric Co., as an engineer, serving in the 
offices in Lynn, Mass.; Schenectady, 
N. Y.; Cincinnati, Cleveland and New 
York. In 1912 he went with the E. L. 
Phillips Co. and was placed in charge 
of construction. Mr. Case was a fellow 
of the American Institute of Electrical 
Engineers. 
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ANUFACTURING - MARKETS 


Copperweld Submits 
Expansion Program 


S. E. Bramer, president of Copper- 
weld Steel Co., announced that stock- 
holders would be asked, at a special 
meeting on April 30, to authorize a 
$2,000,000 increase in indebtedness to 
finance an expansion program. 

Commenting on the expansion pro- 
gram which the company has been 
carrying out since July, 1939, Mr. 
Bramer ‘stated that in _ contrast 
with operations at the rate of about 
$10,000,000 a year at that date, opera- 
tions during the last quarter of 1940 
were at the rate of $22,500,000 per 
year and during the first two months 
of 1941 at the rate of $28,000,000 a 
year. “This very large increase in 
volume rate—more than 2% time that 
existent in July, 1939—requires a con- 
siderably larger amount of working 
capital,” he said. 

Upon completion about May first of 
four additional electric melting fur- 
naces now building, the company’s 
Warren, Ohio, plant will, with a 
monthly ingot capacity of approxi- 
mately 20,000 tons, move up to a posi- 
tion as one of the country’s largest pro- 
ducers of electric furnace steels. Cop- 
perweld also announces that work is 
progressing rapidly on the new 12-inch 
mill at Warren, which is scheduled for 
completion about May 1. 

For 1940 net profit was $1,281,712 
after all deductions, equal after pre- 
ferred dividends to $2.26 a share on 
514,864 common shares, against $934,- 
348, or $2.05 a share on 431,714 
shares in 1939. 


Report Rise in Billings; 
Defense Causes Backlog 
A. G. Pratt, president of Babcock & 
Wilcox Co., stated at the recent annual 
meeting that billings for the first quar- 


ter were above the 1940 period and that 
net profit before taxes also would show 
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a gain. He added that between 80 and 
90 per cent of the backlog of orders, 
which are “far in excess” of the $88,- 
712,936 reported on December 31, were 
accounted for by the defense program. 


Sharp Gain Reported 
in Electrical Goods 


Wholesalers’ sales of electrical goods, 
as reported to the Department of Com- 
merce by 332 firms, totaled $27,796,000 
in February, a gain of 20 per cent over 
the preceding month and a gain of 54 
per cent over a year ago. 

Inventories of 288 reporting firms 
totaled $26,300,000 at the end of Febru- 
ary, a gain of 6 per cent over the pre- 
ceding month and 23 per cent higher 
than a year ago. 

Accounts receivable as of February 1 
of 309 reporting firms totaled $33,288.- 
000, a gain of 36 per cent over a year 
ago and 5 per cent less than at the end 
of January. 


Lamp Prices Decline 


Prices of large lamps have been re- 
duced 73.3 per cent since 1921 and for 
miniature lamps the reduction has been 
69.9 per cent, according to the lamp 
department of General Electric Co. 
Fluorescent lamp list prices have de- 
clined 28.8 per cent since the introduc- 
tion of this line in 1938. 


Will Install New Units 
Marshfield, Wis., Water and Light 


Commission has awarded contracts to 
the General Electric Co. for a 4,000-kw. 
turbine with a low bid of $91,500 and 
to the Elliott Co. for a new 5,000-sq.ft. 
surface condenser with a bid of $22,850. 
The new installation is scheduled to be 
in operation early in 1942. 
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Profit Statements 
Issued for 1940 


Anaconda Wire & Cable Co. in re- 
port for year ended December 31, 1940, 
shows net profit of $1,717,468 after 
depreciation, obsolescence, federal in- 
come and excess profits taxes, etc., 
equal to $4.07 a share on 421,981 
shares of capital stock, compared with 
1939 net of $648,899, or $1.54 a share. 

Canadian Westinghouse Co., Ltd., in 
report for the year ended December 31, 
1940, shows net profit of $1,203,382 
after depreciation, income and excess 
profits taxes, etc., equal to $2.20 a 
share on 546,000 no-par shares of capi- 
tal stock. This compares with $829,174, 
or $1.51 a share, in 1939. Current assets 
as of December 31, were $15,139,623, 
and current liabilities were $4,946,603. 

Among the other manufacturing 
companies recently reporting 1940 
operations are the following: 


Jouns-MANviILLE—Consolidated net earn- 
ings, $5,882,071, compared with $4,127,691 
for 1939. After payment of preferred divi- 
dends, last year’s earnings equal $6.35 a 
share on the common stock. Earnings 
before income and excess profits taxes 
were $9,252,071, the largest on record, 
according to Lewis H. Brown, president. 
Net sales last year rose $9,713,516, or 19 
per cent, to a total of $61,761,236. 


Atuminum Co, oF America—Including 
wholly-owned subsidiaries, net income, 
$44,146,297 after deductions for deprecia- 
tion, depletion, Federal income and excess 
profits taxes and premium on purchase of 
preferred stock. This is equal, after divi- 
dends on the 6 per cent preferred stock, 
to $25.12 each on 1,472,625 shares 0 
no-par-value common stock. Net income 
for 1939 was $36,633,389, or $19.77 4 
share on the common stock. Production, 
the highest in the company’s history, ¢%- 
ceeded by 26 per cent the production of 
1939; deliveries exceeded those of 1939 
by 27 per cent; number of employees Wa 
up 38 per cent and payrolls 42 per cent, 
the report points out. 


Century Evecrric—Net loss, $131,084 
against net income of $116,525 in 1939. 
Current assets at the close of the yeat 
amounted to $2,101,883 and current lia- 
bilities amounted to $751,481. 
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Manufacturers Make 
Sales Assignments 


Westinghouse Electric & Manufac- 
turing Co. has placed William B. Bus- 
tard of Los Angeles, Calif., in charge 
of San Diego area sales activities. He 
will succeed Ronald T. Strong, who 
has been called to active duty in the 
U. S. Navy. Mr. Bustard has been 
associated with Westinghouse since 
1926, serving in various sales capaci- 
ties in East Pittsburgh, Pa.; Phoenix, 
Ariz., and Los Angeles. 


Copperweld Steel Co. has appointed 
M. C. (Mike) Welch to its staff in the 
southeastern district. He will represent 
Copperweld Steel in the state of Florida. 
Mr. Welch was formerly district superin- 
tendent for Georgia Power Co. at Augusta. 

Cutler-Hammer, Inc., announces the 
transfer of A. M. Wolf to the St. Louis 
ofice. He was formerly on the company’s 
Detroit staff. 

Paul M. Hooven, Jr., has been appointed 


Eastern field supervisor and Dorcey F. 
Hines Western field supervisor of the 
General Electric air conditioning and 


commercial refrigeration department. Both 
men will report directly to E, B. McClel- 
land, assistant sales manager in charge 
of field operations. Mr. Hooven will make 
his headquarters in Cleveland and Mr. 
Hines will maintain headquarters in Kan- 
sas City. 


Vote $100,000 Addition 


Building of a $100,000 addition to 
the Richmond, Ind., plant of the Belden 
Manufacturing Co. will begin at once. 
The building is to be completed by 
September 1. Directors at their annual 
meeting, just held, authorized the ex- 
pansion. 

Stockholders of the company have ap- 
proved a retirement pension plan for 
employees at a cost to the company of 
$260,000 for back service and of about 
$25,000 annually for future pensions. 


LCRA Lets Line Contract 


Lower Colorado River Authority, Aus- 
tin, Tex., has awarded a contract to 
Booker Engineering Co., Memphis, 
Tenn., at $155,047 for construction of 
hew transmission lines, known as No. 
dA and 48, totaling about 32 miles. 
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New York Metal Prices 


April 9, ‘41 April |, 41 

Cents per Cents per 
Pound Pound 

Copper, electrolytic .... _12,00* 12.00* 
ead, AS. & R. Price.. 5.85 5.85 
Antimony Hectaxs. “a 14.00 
Nickel, Ingot ........... 35.00 35.00 
Tae SS gpccicnncon 7.64 7.64 
Ahn straits ey 51.625 52.125 
uminum, 99 per cent.. 17.00 17.00 
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Field Reports on Business 


Gains in industrial production continued to be recorded, with new orders 
swelling backlogs. Utilities are buying a variety of equipment. Philadelphia 
Electric ordered two 150,000-kw. units for its new station. Household electrical 
appliance sales are expanding, with production hard put to keep up with sales. 


NEW YORK 


Manufacturers reporting to stockholders 
indicate record backlog of orders, pros- 
pects of higher taxes and earnings tend- 
ing upward. Defense orders continue to 
account for a big portion of business. Con- 
tract awards for government-financed plant 
expansions in the defense program through 
February totaled $1,350,445,281, and 
$244,000,000 more are covered by letters 
of intent. 

Strikes continue to plague production. 
Several plants in this area have been shut 
and trouble has been indicated in others. 
Union contention is that strikes in the 
past have produced higher wages, so con- 
tinue the method. 

Utilities are buying transformers, pro- 
tectors, electric cable, switchgear and an 
assortment of supplies and equipment. 
Biggest order of late is the one by Phila- 
delphia Electric for two 150,000-kw. turbo- 
generators from Westinghouse. 

Firestone Tire & Rubber Co. has added 
major electrical appliances to the lines 
sold in its own outlets and stores affiliated 
with it. Electric refrigerators and wash- 
ing machines were first to be displayed. 
Consolidated Edison has dropped its 
annual refrigerator sales drive because of 
the uncertainty of production. Dealers 
and distributors are pushing their cam- 
paigns with good results. General Elec- 
tric has increased prices on its washing 
machines by $5. 

Construction awards last week totaled 
$68,989,000, or 24 per cent over a year 
ago. Several housing projects are in the 
making. Private construction is expanding. 


CHICAGO 


Labor disputes and strikes have tied 
up four large plants in the Middle West 
and produced bottlenecks in defense pro- 
duction involving over $200,000,000. Des- 
pite the growing labor difficulties, industrial 
operations, on the whole, maintained a 
high level of activity. The continuing 
expansion of manufacturing facilities is 
resulting in a steadily rising demand for 


electrical equipment, with manufacturers 
under considerable pressure to make 
deliveries. 


Utility expansion programs in progress 
are resulting in sizable orders for new 
equipment. Commonwealth Edison Co. 
will increase its construction program to 
$120,000,000 during the three years through 
1943. Approximately one-third will be 
spent for additional generating capacity of 
466,000 kw., including a new topping unit 
of 12,500 kw. at the Aurora station. Six 
new munition plants now under construc- 
tion will add a load of 58,000 kw. to the 
Public Service Co. of Northern Illinois. 

Revere Copper & Brass Co. plans to 
erect a new plant here at a cost of over 
$14,000,000, including equipment. Bids 
have been requested for installing switch- 
boards, cabinets, wire and cable, conduit, 
outlet boxes and lighting fixtures in three 
subway stations. Proposals were also re- 
quested for furnishing and installing the 
complete electrical and pumping equip- 
ment on the new State Street bridge. 
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Defense contracts in this area last week 
included the following orders for elec- 
trical equipment: Conduit, $69,123; water 
heaters, $18,260; conduit fitting, $47,246; 
portable lamps, $11,900; electric cranes, 
$238,824; ventilating fans, $16,997; switch- 
boards, $17,250; wire and cable, $10,600. 


NEW ENGLAND 


New England industries continue to re- 
port operations at record levels in book- 
ings of new orders and in output of prod- 
ucts. Negotiations for electrical machinery 
for marine merchant installations are un- 
der way and in good volume; small motor 
sales are steady and substation supplies 
are in good demand. A $14,000,000 plant 
expansion program is progressing at the 
Lynn and Everett shops of G.E. Two 350- 
kw. dual-pressure turbo-generators for the 
American Export Lines have been built 
at the G.E. River Works at Lynn. Govern- 
ment awards recently announced include 
electric cable, Collyer Insulated Wire Co., 
$129,593; shore use cable, Simplex Wire 
& Cable Co., $16,641, and electric cable, 
Boston Insulated Wire & Cable Co., $61,823. 

An award of a $325,710 magneto con- 
tract by the government has been reported 
by American Bosch Corp., Springfield, 
Mass. Boston Woven Hose & Rubber Co. 
has received an order for $30,805 worth of 
fuses, and Loman Electric Supply Co., Bos- 
ton, has been awarded a contract for con- 
duit and fittings amounting to $13,582. 

Arc welders are in strong demand due 
to activity in New England shipyards. Elec- 
tric range sales to date have doubled the 
first quarter sales reported for 1940 ac- 
cording to one distributor. A five-year high 
record in sales of refrigerators and ranges 
during one week was reported from a 
group of Vermont central stations during 


March. 


PACIFIC COAST 


Frame residential construction continues 
to increase in volume, with a consequently 
greater demand for staple wiring material. 
Pole line construction material is in big 
demand, due to REA resumption of work, 
besides service extensions and increased 
capacities into defense work areas. 

California employment for the first quar- 
ter of 1941 increased 35 per cent in per- 
sonnel and 55 per cent in payroll over the 
first quarter of 1940. The electrical portion 
of defense jobs may be gauged from the 
fact that the $2,500,000 Naval Ammunition 
Depot near San Diego includes $41,000 for 
electrical transmission, distribution, fire 
alarm and telephone systems plus the wir- 
ing cost of separate barracks and buildings. 
Thirty-five thousand 40-watt, 48-in. fluores- 
cent lamps are being installed in one Lock- 
heed subsidiary plane plant at Burbank. 

Recent orders have covered $25,700 Beth- 
lehem 230-kv. tower assemblies for Grand 
Coulee, $20,177 Westinghouse cabinets and 
cubicles for Shasta Dam, $65,146 for Worth- 
ington Diesel-electric generator for Wend- 
over, Utah, bombing range, fourteen 500- 
hp. synchronous G.E. motors, costing $65,- 
000, for a Utah copper mine, and 800 frac- 
tional-horsepower motors for pressure pump 
systems. 
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Utility Prices Move in Narrow Range 
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Electric light and power stocks moved within a narrow range during the past week, 
“Electrical World” index turning downward to 25.7; last week, 25.8: last year, 31.9. 
The bond index stood at 106.1; last week, 106.0; last year, 106.3 





SEC Permits Merger 
of Indiana Units 


Securities and Exchange Commis- 
sion has issued an order permitting 
to become effective a declaration and 
application regarding the sale _ by 
Dresser Power Corp. of all its assets 
(except $1,000 in cash) to Public 
Service Co. of Indiana. 

The plan provides for assumption 
by Public Service Co. of Indiana of 
Dresser Power Corp.’s outstanding 
$4,800,000 first mortgage bonds 3 per 
cent to 4 per cent due October 15, 
1942-April 15. 1958, the redemption 
or purchase of such bonds by Dresser 
Power Corp. and Public Service Co. 
of Indiana and the issuance and sale 
by Public Service Co. of Indiana of 
$4,650,000 first mortgage bonds, series 
B 3% per cent due March 1, 1971, 
to John Hancock Mutual Life Insur- 
ance Co. at 10454 to obtain funds for 
the proposed redemption or purchase 
of the said first mortgage bonds of 
Dresser Power Corp. 


Board Voids Merger 


Public Utility Commission of Penn- 
sylvania has announced that it has 
rescinded an order of June, 1939, ap- 
proving a $2,500,000 merger of the 
Northern Pennsylvania Power Co. and 
the Metropolitan Edison Co., at the 
request of the utilities. 


Will Refund 3% Notes 


Virginia Electric & Power Co. has 
arranged with four banks to sell $3.- 
450,000 of 244 per cent serial notes to 
refund a like amount of 3 per cent 
notes and to borrow an additional 
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$500,000 at 214 per cent from these 
same banks for capital expenditures, 
according to a registration statement 
filed with the New York Stock Ex- 


change. 


Utilities Get SEC 
Approval on Pleas 


Central Indiana Power Co. and its 
subsidiary, Northern Indiana Power Co., 
have filed an application with the Se- 
curities and Exchange Commission in 
connection with the proposed issuance 
and private sale by the subsidiary of 
$10,038,000 of 34% per cent first mort- 
gage bonds, series B, due April 1, 1971. 
The subsidiary proposes to sell $9,500,- 
000 of the series B bonds at 102 and 
accrued interest to eight institutional 
investors. 

The remaining $538,000 of series B 
bonds will be sold to the parent com- 
pany at face value and accrued interest. 
Proceeds from the sale of the bonds, 
together with other funds, will be used 
to redeem $10,038,000 principal amount 
of the company’s 444 per cent first mort- 
gage bonds, series A, due July 1, 1965. 

SEC has issued an order exempting Buf- 
falo Niagara Electric Corp. from the pro- 
visions of Section 6 (a) of the Holding 
Company Act with respect to the issue 
and sale to insurance companies of $7,- 
200,000 of 22 pr cent debentures, due 1951. 

The board has permitted to become ef- 
fective declarations of Monongahela West 
Penn Public Service Co., American Water 
Works & Electric Co., Inc., and West Penn 
Electric Co. with regard to: (1) Reduction 
of the par value of the common stock of Mo- 
nongahela from $15 to $6.50 per share; (2) 
issuance and sale by Monongahela of 133,- 
402 additional shares of its common stock 
(par $6.50); (3) purchase by West Penn 
Electric of such additional shares of com- 
mon stock of Monongahela West Penn 
Public Service for cash at $15 per share; 
(4) issuance and sale by West Penn Elec- 
tric Co. of 262,602 additional shares of its 
common stock (no par), and (5) purchase 


of such additional shares of common stock 
of West Penn Electric Co. by American 
Water Works & Electric Co., Inc., for 
cash at $7.62 per share. 


Gas Merger Approved 


Securities and Exchange Commission 
has issued an order granting the appli- 
cation of Consolidated Electric & Gas 
Co. to merge its three Georgia sub- 
sidiaries, Atlanta Gas Light Co., Macon 
Gas Co. and Georgia Utilities Co. At- 
lanta will continue as the surviving 
company. 


Omit Dividend Action 


Directors of the United Corp. have 
taken no action on the quarterly divi- 
dend on the $3 cumulative preference 
stock. In January the regular quarterly 
dividend of 75 cents was paid. 


Offers Preferred Shares 


A group headed by the Central Re- 
public Co., Inc., of Chicago recently 
offered to the public 9,161 shares of 5 
per cent preferred stock of $100 par 
value of Kansas Electric Power Co. The 
stock was priced at $103 a share and 
accrued dividends from January 1. The 
public offering represents the shares 
not taken by stockholders of the com- 
pany in a prior exchange offer. 


Sells Bonds Privately 


Securities and Exchange Commis- 
sion has exempted the Glen Rock Elec- 
tric Light & Power Co. from the pro- 
visions of Section 6(a) of the Holding 
Company Act in connection with the 
issue and sale of $325,000 first mort- 
gage bonds, 314 per cent series, due 
1966. The proposed bonds are to be sold 
at par to the Northwestern Mutual Life 
Insurance Co. of Milwaukee. 





Utility Reports 


—— 





Net Income 
1941 19 

*Arkansas Power & Light... $1,251,58! $112 
tCalif. Oregon Power...... 972,209 910, 


Carolina Power & Light... 3,979,000 2,298,224 
*Cons. Gas Elec. Lt. Pwr 


i ; 851,155 
(Balti.) and sub........ 6,140,528 6,85!, 
tDuquesne Light .......... 10,199,410 10,333.40 
*Kansas City Power & Light 3,824,681 3097 105 
*Louisiana Power & Light.. 964,130 1,097, 


257,616 
tMontana Power and subs.. 3,962,925 3,297, 
*New Orleans Public Serv. 2,477,840 2, ee 
tOklahoma Gas & oer 2,529,483 2,820, 
Puget Sound Power i 
‘ona oe. ease r 1,961,640 2.161 
tVirginia ne & a. 4,182,603 3,846, 

i er 
ao nae cas 2,788,506 3,079,985 
*Twelve months ended February 28. 
tTwelve months ended January 31. 
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Tungsten Priority 


Third raw material to be placed un- 
der complete government priority allo- 
cation is tungsten. Ferro-grade, metal 
power and all compounds are included 
in the priorities order. Defense orders 
are given an A-10 rating. Temporarily, 
non-defense orders may be filled from 
any supplies which are left over after 
filling all orders with A or B-1 classi- 
fication. 


Studies Retirement Plan 


A special committee of directors of 
the Johns-Manville Corp. is studying 
the adoption of a retirement plan for 
employees and when the plan is ready 
it will be submitted to the stockholders, 
Lewis H. Brown, president, has an- 
nounced. 


Buda Opens New Office 


The Buda Co., Harvey, Ill., has an- 
nounced the opening of an office and 
display floor at 1,469 Church Street, 
Washington, D. C. The office will be 
under the direction of Col. H. H. Frost, 
vice-president. 


Declare Common Dividend 


Directors of Babcock & Wilcox Co. 
have declared a dividend of 50 cents 
per share on the common stock, pay- 
able April 30 to holders of record 
April 15. This compares with 40 cents 
paid on December 20, October 31 and 
July 31, 1940; dividend of 20 cents was 
paid on April 30, 1940. 


Defense Savings Plan 


A defense savings plan for all Gen- 
eral Electric employees has been an- 
nounced by President Charles E. Wil- 
son. In line with the company’s policy 
of co-operation with the U.S. Govern- 
ment in all phases of the defense effort, 
Mr. Wilson said that provision is to 
be made for the purchase of United 
States savings bonds by employees, both 


for cash and on an installment purchase 
plan. 


Vacuum Cleaner Sales Up 


Vacuum Cleaner Manufacturers 
Association reports February industry 
sales of vacuum cleaners show an in- 
crease over the same month of previous 
year of almost 13 per cent, with a total 
for the month of 163,998 units, as 
compared with 144,930 units for Feb- 
Tuary of last year. 
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Sales Opportunities 


Tutsa, Oxta.—Public Service Co. of 
Oklahoma, Tulsa, has approved plans for 
new power substation on local site at 
Archer and Yale Streets, with two new 
transmission lines from such station to 
present power substation at Zunis and 
Eleventh Streets, and to connection with 
lines at Yale and Thirty-first Streets, re- 
spectively. Also will make other exten- 
sions in high-tension lines to Will Rogers 
High School district, for increased power 
supply in that area. Additions will be 
made in distribution lines in different 
parts of city. Program is scheduled to be 
carried out at once. 


Watita Watia, Wasn. — Administrator, 
Bonneville Project, Department of In- 
terior, Guardian Building, Portland, Ore., 
plans early call for bids for construction 
of 115-kv. transmission line from Walla 
Walla to Lewiston, Idaho, close to 80 
miles, forming part of Bonneville-Grand 
Coulee transmission system. Wood poles 
will be used. 


Harrison, N. J.—Crucible Steel Co. 
of America, Inc., 405 Lexington Avenue, 
New York, N. Y., plan installation of 
motors and controls, duct lines, switch- 
gear, industrial lighting system, conveyors, 
electric hoists and other equipment in 
addition to mill on South Fourth Street, 
Harrison, for production of ordnance for 
Government. Several one-story buildings 
will be erected. Entire project will cost 
about $2,466,000 and fund in that amount 
will be secured through Navy Department, 
Washington, D. C. 


MuscatinE, Iowa—City Council re- 
ceives bids until April 23 for extensions 
and improvements in municipal power 
plant, including installation of new steam- 
generating unit with rating of 100,000 lb. 
per hour, pulverized coal-burning equip- 
ment and accessory apparatus, with alter- 
nate bids for steam generator of capacity 
noted, designed for stoker firing, and for 
multiple retort underfeed stoker. Stanley 
Engineering Co., Muscatine, lowa, is con- 
sulting engineer. 


Cuarteston, S. C.—South Carolina 
Public Service Authority, Charleston, is 
arranging immediate call for bids for 
new power substation in vicinity of Charles- 
ton Navy Yard, including control build- 
ing, switching structure, disconnecting 
switches, insulators, buses and bus sup- 
ports, conduits, switchboard and _instru- 
ments, storage batteries and charger, light 
and power wiring, 30-ton electric gantry 
crane and auxiliary equipment. Also for 
about 18 double-circuit, steel transmission 
towers for 115-kv. transmission line con- 
nection from wood pole line terminus, 
about 114 miles distant, to new substation. 
Work is part of Santee-Cooper project, 
connecting hydroelectric power station, 
now nearing completion, with Charleston 
area. Harza Engineering Co., 27 Cumber- 
land Street, Charleston, is consulting engi- 
neer. 


VALLEJO, Catir—Bureau of Supplies 
and Accounts, Navy Department, Wash- 
ington, D. C., receives bids until April 
22 for 125,000 lineal feet of double- 
conductor, oil-resisting cable, for Mare 


Island Navy Yard (Schedule 6197). 


Erte, Pa.—Pennsylvania Electric Co., 
Johnstown, Pa., plans extensions in trans- 
mission and distributing lines in parts of 
Erie, Crawford and neighboring counties, 
including improvements in present lines, 
additional service facilities, etc. 


12, 1941 


Iona Istanp, N. Y.—Bureau of Yards 
and Docks, Navy Department, Washing- 
ton, D. C., has arranged an appropria- 


tion of $100,000 for expansion and 
improvement in power plant at Naval 
Ammunition Depot, Iona Island. 

West Homesteap, Pa.—Mesta Ma- 


chine Co., manufacturer of rolling mill 
machinery, gears and other heavy ma- 
chinery, plans installation of motors and 
controls, switchgear, transformers and ac- 
cessories, industrial lighting system, con- 
veyors, electric hoists and other equip- 
ment in new one-story addition, 60 x 1,000 
ft., for production of cannons for Army 
Department, Washington, D. C. Cost re- 
ported close to $1,750,000. Contract is 
now being consummated with Government 
for project, with Federal funds to be pro- 
vided in required amount. 


PauLLina, Iowa—City Council is con- 
sidering extensions and improvements 
in municipal power plant, including in- 
stallation of additional equipment. Re- 
port of recommendations has been made 
by Buell & Winter Engineering Co., In- 
surance Building, Sioux City, Iowa, con- 
sulting engineer. 


PorTLAND, Ore.—Northwestern  Elec- 
tric Co., Portland, plans early construc- 
tion of new power substation on local site, 
75 x 111 feet, at North Columbia Boule- 
vard and Portsmouth Street, recently ac- 
quired, with extensions in transmission 
lines to that point. 


MoncurE, N. C.—Carolina Power & 
Light Co., Raleigh, N. C., has plans ma- 
turing for new addition to Cape Fear 
steam-electric generating plant, on Cape 
Fear River, near Moncure, initially pro- 
jected a few months ago, as previously 
noted in these columns, and will proceed 
with work at early date. Installation will 
include a 40,000-hp. turbine-generator unit, 
high-pressure boilers and auxiliary equip- 
ment. Present switchyard will be en- 
larged and extensions made in transmis- 
sion lines. Entire project will cost about 


$3,000,000. 


Pontiac, Micu.—Pontiac Motor Di- 
vision, General Motors Corp., Pontiac, 
plans installation of motors and controls, 
switchgear, duct lines, regulators, electric 
hoists, conveyors and other equipment in 
connection with expansion in plant for 
production of ordnance materials for Navy 
Department. Entire project is estimated 
to cost about $5,700,000 and fund in that 
amount will be provided by Government. 


Cuicaco, I1t.—Commonwealth Edison 
Co. has asked bids on general erection 
contract for one-story addition to power 
substation at Carroll Avenue and Paulina 
Street, and will begin work at early date. 
H. V. Von Hulst, 140 South Dearborn 


Street, is architect. 


.East Paterson, N. J.—Wright Aero- 
nautical Corp., 132 Beckwith Avenue, 
Paterson, manufacturer of airplane en- 
gines and parts, plans installation of 
motors and controls, transformers and ac- 
cessories, switchgear, industrial lighting 
system, electric hoists, conveyors and other 
equipment in one-story addition to plant 
at East Paterson, for production of engine 
units for Government, which will provide 
fund of $1,925,000 for project. Of this 
amount, $1,650,000 will be expended for 
machinery and equipment, and remainder, 
$275,000, for building. Work is scheduled 
to begin soon. 
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Pothead-and-Cutout Unit 


Unit combines cable pothead and oil 
fuse cutouts on welded steel box for at- 
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Disconnect Switch 


Porcelain-housed 100-amp. disconnecting 
switch is announced as small-size com- 
panion to company’s 220-, 400- and 600- 
amp. models. Current-carrying parts are of 
copper or high copper content alloys. 





tachment to transformers. Oil fuse cutouts 
U r F Re E 4 T are gang-operated to serve as _ three-pole, 























Circuit Breakers 


DA'' air circuit breakers. Westinghouse 
Elec. & Mfg. Co., East Pittsburgh, Pa. 


To conform to the revised NEMA stand- 
ards for breaker interruption ratings, this 
company has announced that its type “DA” 
air circuit breakers with ratings from 15 
amp. up will carry the new designations, 
and cautions that their application to cir- 
cuits should be made accordingly. Effect 
of new standards is to raise interrupting 
rating of breaker formerly rated at 40,000 
amp. to 50,000 amp. 


Ventilators 


‘Port-O-Vent''; 205 to 377 watts: 3,500 to 10,- 
200 cu.ft. per minute. Reed Unit-Fans, Inc., 
New Orleans, La. 


Caster-mounted for portability, new ven- 
tilators for industrial plant, office, restau- 
rant applications are faced with a vene- 
tian blind diverter which may be adjusted 
to blow air up, down or straight out from 
the fan. Rear of box-like unit is protected 


Type ‘'FCBX'' unit. G & W Electric Specialty 
Co., Chicago, Ill. 


full-load oil switch as well as fuses. Metal- 
clad construction protects against mechan- 
ical damage to interconnecting wiring. 


Welder Control 


Type "'GL-415'' ignitron tube for resistance 
welder control. General Electric Co., Sche- 
nectady, N. Y. 


New ignitron tube for resistance-welder 
control depends for its cooling upon clamp 
into which it is fitted and which doubles 


Catalog ''150'' porcelain-housed disconnect- with a fan guard. Reversing switch runs as the cathode cg se ig rather sighs 
ng switch; rated 100 amp., 5,000 volts. W. N. two-bladed fan in either direction. the built-in water-jacket construction fo 


Matthews Corp., St. Louis, Mo. 


Solid hinge blade can be left in open 
position and can be closed or opened with 
ball-point “hot stick.” Unit measures 33x 
11 in. high with blade closed, or 18 in. 
high with blade open. 


Bending Machine 


Power driven automatic bending machine. 
Parker Appliance Co., Cleveland, Ohio. 


Primarily designed for bending up to 
3-in. outside diameter copper, aluminum 
alloy and 24-in. o.d. annealed steel tubing, 
this power-driven machine is said to be 
capable of 250 right-angle bends per hour. 
Machine operates in two automatic cycles, 
bending and return cycle. Change-over from 
left- to right-hand bending can be made 
quickly. 


Heavy-Duty Jacks 


Expanding _ their 
line of lever and 
screw jacks, this 
company has _ add- 
ed a line of heavy- 
duty hydraulic jacks 
which feature neo- 
prene _ oil-resistant 
seals, pressure- 
tested _ malleable 
iron top nut and 
base, ball-type 
valve, needle-type 
load release, center 
ram for proper bal- 
ance. Operating fea- 
tures common to all 
models are said to 
include lower clos- Heavy - duty hydraulic 





merly used. Clamp consists of a brass block 
with water passages. A pair of the tubes 
is said to be capable of controlling 265 
kva. of resistance-welding load on a 53-per 
cent duty cycle; can be used at reduced 
rating with air cooling, when desired. 


Time-Delay Switch 


Time-delay switch: in immediately or not 
immediately recycling types, normally open 
or normally closed models. Betts & Betts 
Corp., New York, N. Y. 


Developed as a predetermined time de- 
lay in electrical control, this switch is de- 
signed for laboratory and industrial use 
in conjunction with magnetic relays and 
may be used where temperature changes are 
fairly constant and slight variations in 
timing are not detrimental. Switches are 
provided with four terminals, two for the 
main circuit and adjustable within the 
time limits of one second to five minutes. 


° ed height, higher — * 2 Tee 
raised height, light-  ¢;,25. Templeton, Ken- ° 
bs er weight, leakproof ly & Co., Chicago, Ill. 
Glass Coating design and provision Thermometers 
we - / for operation either vertically or horizon- 
— ae as Coater. John C. Dolph tally. Jacks are tested to one and one-half "“Case-Compensated Class |'' recording ther- 


times rated capacity. 


mometer, in temperature ranges to 400 deg. 


, i F. and tubing lengths to 10 ft. or longer; 
_ Product is used to protect welding drop "Fully-Compensated Class I'" recording, ther. 
lights from welding spatter. Generally ap- racututer, seine temperature sega, SUsIOel 


plied by dipping, the coater air dries on 
flat surfaces in about 30 minutes, is trans- 
parent and does not darken under heat, 
according to the company. Tests conducted 
in the laboratories have shown that bulbs 
treated with the coater did not darken after 
being illuminated continuously for 240 
hours. 
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BUYING ELECTRICAL EQUIPMENT?— 
“Electrical World” Electrical Buyers Ref- 
erence is a convenient place to look first 
for manufacturers’ product data, names 
and addresses. 





with 200 ft. or less of connecting tubing 
between instrument and bulb. The Bristol Co., 
Waterbury, Conn. 


New Class I recording thermometers of 
the liquid filled type are said to have I 
creased sensitivity and accuracy and im- 
proved design and construction of ea 
uring elements, tubing and bulbs. 
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